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MEMORANDUM FOR: Chief, Regulations Control Division, 

Office of Information Services, DDA 

FROM: [ 

Executive Officer, 

Office of Medical Services 


SUBJECT: 


Policy Statement on Mission of the Office 
of Medical Services 


REFERENCE: MEMO for DDA fr DCI dtd 1 May 81, Subject: 

Approval of Recommendations of Inspector 
General's Report on the Office of Medical 
Services (OMS) (DDA 81-0004/3) 


Attached for issuance to all employees is an Office of 
Medical Services policy statement which updates the mission of 
the Office of Medical Services. This statement was approved 
for publication by the ADDA on 20 July 1981. Since the DCI 
has already once extended the deadline (20 July 1981) for 
issuance, the Office of Medical Services requests priority 
handling. 


Attachment 

i/cc: Executive Officer, DDA 
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TO; {Name, office symbol, room number, 
building. Agency/Post) 

1. && / jO/0 S~T~ 










REMARKS 

5. to 5. : 

Bob, please give me a call. 




Initials 
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15 JUL 

.1981 
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70 19*^ 


(Action 


File 


i. 1 ■ 

Note and Return 


(Approval 


For Clearance 


Per Conversation 


|As Requested 


For Correction 


Prepare Reply 


[Circulate 


For Your Information 

■ 

See Me 


bommerrt 


Investigate 

1 

Signature 

□ 

Coordination 


Justify 




Bill 



FROM: (Name, org. symbol, Agency /Post) 


5041-102 

* SPO : 1990 O - 311-156 (17) 


Room No. — Bldg. 


Phone No. 


OPTIONAL FORM 41 (Rev. 7-76) 
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